USDA 



United Slates Department of Agficuityre 
Animal and Plan] Hasilti Inspacdon Service 

Inspection Report 


3e7J3D inepjd 


KAPLAN COLLEGE-PHOENIX 


13610 N. BLACK CANYON HWY„ SUITE 10a 


PHOENIX, AZ eS02& 


Customer ID- £9356 
Cedificale- eS-R'093S 
She- 001 

(b)(2)High, (b){7)f 


Type: ROUTINE INSPECTION 
Dale" Nf>^-05-£00e 


No rKincofnpl»ances identified during This incspectiori 


This Is a Uan&crlbad copy o( the ordinal inspadlon fopoil.. 


Prepared By: 

Title: 
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J LIDY W DAVIS. V :M O. US DA , APH IS, Animal Care Date : 

VETERINARY MEDICAL OFFICER Inspector 50£2 Maf-30-£009 



Title: 


Fags 1 {K 1 


Date: 

Ma)f-30-£009 




